f) 2 : a * Mpprdvéd For Release 2006/11/13 : CIA-RDP83-00415R002400110009-3 ~ fe ae, 55X4 


_ CLASSIFICATION gsonot/OONTkOL = Uo, cZVIGIALS SLY 


BRE 


CENTRAL INTELLIGENCE AGENCY ReporTNO.| 


INFORMATION REPORT  cpno. 


COUNTRY Germany (Russian Zone) . DATE DISTR. 18 March 1949 
25X1 SUBJECT The AEG Transformer Factory in lerlin~ NO. OF PAGES 1 
Oberschbnewelde 
ESpcrut TOCIALIGRART = NO.OF. NCIS. 
DATE OF INFO. November 19/8 SUPPLEMENT TO 25x" 
: REPORT NO. | 


Ls An electron microscope laboratory in the buildings of the ABG transformer 
factory, Berlin-Uberschéneweide, Wilhelminhofstrasse 83-85,was dissolved 
in November 1948, and the equipment sent to the USSR. The former chief 
of the laboratory, Major Piatnitski, is stil? in Berlin, peace his 
present employment is unknown. 


Lo Work is proceeding on a 200,000 volt DC apparatus in the AEG transformer 
factory. 
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